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Message Text 



UNCLASSIFIED 

PAGE 01 MEXICO 08637 121545Z 
44 

ACTION SY-04 

INFO OCT-01 ARA-10 ISO-OO /015W 

110054 

R 101820Z OCT 74 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 4257 

UNCLAS MEXICO 8637 

CORRECTEDCOPY (MRN SOULD READ 8637 VICE 867) 

E.O. 11652: N/A 

TAGS: ASEC, PINS, MX 

SUBJECT: CCTV FOR MEXICO CITY 

FOR A/SY/T 

1. EMBASSY HAS DETERMINED NEED FOR DAYTIME CCTV COVERAGE 

AT CHANCERY AND PLANS INSTALL ONE CAMARA AT MAIN RECEPTION AREA, 
WITH MONITOR UNIT AT FIFTH FLOOR MSG POST. 

2. ONE CONCORD CAMARA MODEL MTC-21 IS ON HAND BUT REQUIRES 
APPROPRIATE LENSE, WEATHER COVER AND REPAIR OF MALFUNCITON. 

UNIT BEING POUCHED THIS DATE WITH REQUEST FOR SERVICE BY 
A/SY/T AND RTURN ASAP. 

3. UTILIZING ANOTHER EXISTING CONCORD CCTV CAMARA WHICH 
AFFORDS NIGHT COVERAGE OF EAST SIDES OF THE CHANCERY. MONITORING 
BY FIFTH FLOOR MSG DURING DAY IS PLANNED. 

4. TO IMPLEMENT SYSTEM, NEED ARISES FOR TWO CCTV MONITOR 
UNITS. AND 400 FEET OF COAXIAL CABLE. INCSTALLATION CAN BE 
ACCOMPLISHED BY FSL TECHNICIANS. 

5. EXISTING MONITORS, WHICH WILL REMAIN IN PLACE ON GROUND 
FLOOR FOR SNIGHTTIME COVERAGE, ARE ELECTROHOME VIDEO UNITS, 

WITH CONCORD SOOM FOCUS AND IRIS CONTROL LENS ONE A. SIMILAR 
MONITORS AND CONTROL EQUIPMENT ARE REQUESTED. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PHYSICAL SECURITY 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MEXICO08637 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740291-0644 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 056/aaaabwag. tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2002 by chappeld>; APPROVED <05 FEB 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCTV FOR MEXICO CITY FOR A/SY/T 
TAGS: ASEC, PINS, MX 
To: STATE 
Type: TE 
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